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—_— Request Nr. . 61-39 
Date: 7 Dec 60 


SUBJECT: Request for Repair (Contract Nr. TML6) 


Ws 
STATOTHR 


Request the following items be repaired and returned to this 
activity at earliest possible date. 


ITEM PART NUMBER | UNTr = QUANT TY 

1. F4300000-1 EA 1 VA 
2. ¥4300000-3 EA ma 3 a / 
3. rah00-6 a BA VA 


NOTE: Request item 1 and 2 be modified to the dash"B" Configuration. 
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Further, request your return shipping document reflect above work 
order request number. 
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RETURN TO: PROJECT DRAGON LADY 
WARNER ROBINS AIR MATERTEL AREA 
ROBISS AIR FORCE BASE, GEORGIA _ FOIAb3b1 
WAREHOUSE 17, STOREROOM 5 : 
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